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Abb. 3: Anzahl der Mikroplastikpartikel

< 0,5 mm entlang des Rheins
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GEVATTER RHEIN: TRINKWASSERQUELLE FUR 22 MILLIONEN —
UND CHEMIECOCKTAIL

Méglicherweise krebserregend:
Climbazol aus Antischuppenshampoos

Aus der Spiilmaschine direkt
in den Fluss: Benzotriazol

StiBer Strom: Light-Getrénke
hinterlassen ihre Spuren: Acesulfam

Besorgniserregende Konzentration von
Mikroplastik in Fischmégen

Der Rhein als Patient: vollgepumpt
mit Antibiotika und Diclofenac
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Andreas Fath

RHEINES
WASSER

1231 Kilometer mit dem Strom






